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TOBACCO INSTITUTE TESTING LABORATORY 
5454 Wisconsin Avenue 
CHEVY CHASE, MARYLAND 20015 

652-2042 


C : 



August 26, 1971 


Dr. William W. Bates 
Mr. Edward S. Harlow 
Dr. Ivor W. Hughes 
Dr. Murray Senkus 
Dr. Alexander W. Spears 
Dr. Helmut Wakeham 


Gentlemen: 


Enclosed is a copy of the detailed FTC 
’’tar 11 and nicotine report. 

Sincerely yours, 



WLS/ps 

Enclosure 

cc: Dr. W. B. Bennett, Jr. 

Senator Earle C. Clements 
Mr. Brooks George 
Mr. Thomas W. Holley 
Mr. Horace R. Kornegay 
Mr. Allan Topol 
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Source: https://www.industrydocuments.ucsf.edu/docs/pmkk0001 





